36   Sickness in Small Scale Industrial Sector

Table 2.5
SICK SMALL SCALE INDUSTRIAL UNITS IN INDIA

Year
	No. of Sick units
	Amount outstanding in Lakhs
	Reported by

Dec. 1972
	98,476*
	N.R.
	DC, SSI

1976-77
	16,275
	N.R.
	Banks

1976-77
	8,000
	20,000
	Srilaxmi (SIET Institute)

Dec. 1977
	80,000*
	N.R.
	Union Minister for Industries

June 1978
	16,805
	18,100
	Srilaxmi (SIET Institute)

Dec. 1979
	20,975
	26,200
	-do-

Dec. 1980
	23,255
	30,500
	V.R. Gundannawar

June 1981
	22,672
	32,200
	RBI

1980-81
	22,000
	N.R.
	RBI

1980-81
	32,000
	N.R.
	IDBI

*   related to small industries

The number of defaulting units as reported at the end
of 1976-77 by commercial banks to the Credit Guarantee
Organisation was 1<\275. As many as 8,000 units in the small-
scale sector enjoying credit fecilities from scheduled and
commercial banks in excess of Rs. ICO lakhs each were reported
sick involving a cash loss of Rs. 20,000 lakhs.41 According to
an article of S.L. Srinivasulu published in the Financial Express
of Dec. 16th 1977, the Union Minister for Industries had pointed
out that out of 5.5 lakhs small industrial units, 80,000 had
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